WILLIAM PENN HOTEL 

Washington Avenue at 8th Street 
MIAMI BEACH, FLORIDA 

Centrally Located—Occupying an entire City Block—Close to 
Shopping Center and Famous Lincoln Road —A Short Stroll 
to Surf and Sand—Dining Room—Cocktail Lounge—Solarium 
—Spacious Main Lobby— 
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